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FOLLOWING REPEAT MOSCOW 14515 SENT ACTION SECSTATE 04 OCT 77 

QUOTE SECRET MOSCOW 14515 

NODIS 

E.O. 11652: XGDS-3 

TAGS: ASEC, AMED, AINR, AFSP, UR 

SUBJECT: INCREAEED LEVELS OF MICROWAVE SIGNALS 

REF: MOSCOW 14513 

1 . DEPARTMENT'S ATTENTION IS CALLED TO SY CHANNEL 
MESSAGE UNDER REFERENCE WHICH REPORTS MEASURED MICROWAVE 
POWER DENSITY LEVELS VARYING FROM 3.15 TO 5.70 
MICROWATTS PER SQUARE CENTIMETER ON NITH AND TENTH FLOORS 
AND ON ROOFTOP. AS DEPARTMENT AWARE, THESE LEVELS ARE 
HIGHER THAN ANY WE HAVE MEASURED FOR MORE THAN ONE YEAR. 
WE ALSO NOT THAT MUTS TWO WAS RECORDED AS BEING IN THE 
HIGH POWER MODE ASSOCIATED WITH THESE LEVELS ON 14 
SECRET 
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PREVIOUS OCCASIONS BETWEEN SEPTEMBER 7 AND OCTOBER 2. 

ON PREVIOUS OCCASIONS WE DID NOT SUCCEED IN MAKING 
DIRECT POWER MEASUREMENTS WHILE THIS TRANSMITTER WAS 
IN THE HIGH POWER MODE (FROM FIVE TO THIRTY MINUTES, 

USUALLY LATE AT NIGHT OR IN THE WEE HOURS), BUT THE 
ASSUMPTION THAT THE POWER DENSITY IN THE EMBASSY 
DURING THESE PERIODS APPROXIMATED THAT MEASURED 
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TODAY SEEMS TECHNICALLY VALID. 

2. IN ACCORD WITH FIRM COMMITMENT GIVEN STAFF PREVIOUSLY 
THAT THEY WOULD BE INFORMED OF SIGNIFICANT CHANGES IN 
THE LEVEL OF THE SIGNALS, ALL PERSONNEL- INCLUDING 

TDY USG PERSONNEL - WORKING IN AFFECTED AREAS ARE 
BEING INFORMED IMMEDIATELY. CHARGE WILL REVIEW FACTS 
WITH STAFF AS A WHOLE AT REGULAR OCTOBER 6 STAFF MEETING. 

3. WE ARE AT A LOSS TO EXPLAIN THIS UNUSUAL DEVELOPMENT, 
BUT BELIEVE THE FACTS WARRANT CLOSE SCRUTINY OF TECHNICAL 
EXPERTS IN THE DEPARTMENT. THE DEPARTMENT IS 
REQUESTED TO INFORM AMBASSADOR TOON, WHO IS NOW IN THE 
UNITED STATES ON CONSULTATION, OF THIS DEVELOPMENT, AND 
TO CONSULT WITH HIM REGARDING THE DESIRABILITY OF 
OFFICIALLY CALLING THE MATTER TO THE ATTENTION OF THE 
SOVIET GOVERNMENT. 

MATLOCK 

UNQUOTE CHRISTOPHER 


SECRET 
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